THE  HARMONY  SOCIETY  CHURCH  building,  Old 
Economy,  Annbridge,  Pa.  The  church  was  first  used 
in  1831  and  has  been  in  continual  use  ever  since.  It 
was  designed  by  Frederick  Rapp  (1775-1834)  and  is 
considered  to  be  one  of  the  most  attractive  build- 
ings   in    Western  Pennsylvania. 
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